AMENDMENT NO. 1 NOVEMBER 2012 
TO 
IS 14542 : 1998 PARTLY SKIMMED MILK POWDER — 
SPECIFICATION 


(Page 2, Table 1, SI No. (i), col 5) — Substitute ‘IS 11623 for reference 
purpose and IS 16072 for routine purpose’ for ‘IS 11623’. 


(Page 2, Table 1, Note) — Substitute the following in place of the existing 
note: 


‘NOTE — From the mass of residue, as obtained in the method prescribed in IS 11623 or IS 16072, 
calculate the percentage of total solids.’ 


(Page 3, Annex A) — Insert the following at the end: 


‘IS No. Title 


16072 : 2012 Determination of moisture content in milk powder 
and similar products (Routine method).’ 


(FAD 19) 
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